Hi flu 

By that time the the police were were coming onto the 
scene. They had been at a at a nearby fire station. Dr. King, 
by the way, had refused a personal bodyguard. He told the 
police he didn't want them guarding him closely. But naturally 
with the difficulties going on there the police were watching 
the situation very closely and there's a fire station right 
adjacent to this property which I'll show you. 


